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UNLESS OTHERWISE INDICATED: 
RESISTORS ARE I/4W; 10% 
CAPACITORS ARE MMFD 

TRANSISTORS ARE DEC2894-IS 
DIODES ARE D-664 


NOTE: TRANSISTOR 2N3605 OR GET 
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